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Coiner’s Department. 


Mint of the United States 
At Philadelphia. 
April 16, 1880 


Hon. A. Loudon Snowden 
Superintendent 


Sir; 
In response to the inquiry of the Director in his letter to you of 14th inst., relative to cost 


of manufacturing silver dollar blanks, per 100,000, ready for adjustment, I have the honor to give 
the following estimate, viz: - 


Manufacturing Ingots to produce 100,000 blanks $220 
Coiner’s Operations immediately prior to adjusting $500 
Total $720 
Very Respectfully, 


Your Obt. Servant 
O.C. Bosbyshell 
Coiner. 


[Please see enclosed note for full table.] 


